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Paya YEI aD EF Thomas ® type HF g 


H. B. 130-174.3 146-184 143 
ay 16-26 19-30 20 
H. F. 17.5-20.9 19-22.5 21 
Skull £E 35.5-40.1 38-43.4 39 
Ind. Skull 614.2-732.9 665-817 729 


RH (1940) © type (4 Ind. Skull 760 (mT) 
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NAGAMICHI KURODA: A new name for the lesser Japanese mole 


[EARE] vol. 4, no. 1, p. 74 (Jan. 1936) CHT, MIRO ae 7 
3C Mogera wogura minor bis. $2? BOER Se WHO SRA Kb 
HEEZE 1914 Fic y7aZ{FVRANXTFRCE VY Talpa europaea var. minor L L 
CLAICIN br Ce SCL eBMenk. Ao CKhLHOHRRE ALGRROUGE 
YT 

Talpa micrura imaizumii nom. nov. 
L L TIFFA LRT Do 
In the journal of ‘‘ Botany and Zoology,’ 


> 


vol. 4, no. 1, p. 74, January 1936, 
I described the lesser Japanese mole trom Shiobara, Tochigi: Prefecture, Hondo, 
Japan, naming it Mogera wogura minor. Mr. Y. Imaizumi of the National 
Science Museum, Tokyo, has recently pointed out to me that the subspecific name 
minor is already preoccupied by Talpa europaea var. minor Freudenberg (Geol. 
Palaont. Abh., N. F., 12, 4/5, p. 209, pl. 19, Figs. 7, 32, 33, 35-37, 1914), a fossil 
form. I therefore rename my mammal 


Talpa micrura imaizumii nom. nov. 


Jour. Mamm. Soc. Japan., vol. 1, no. 4, Jane 1957. 


